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Message Text 



UNCLASSIFIED 

PAGE 01 CAPET 00142 26I64IZ 
51 

ACTION HEW-08 

INFO OCT-01 AF-05 ISO-00 SCI-01 EB-05 RSC-01 DRC-01 /022 W 

042325 

R 261445Z FEB 74 
FM AMCONSUL CAPE TOWN 
TO SECSTATE WASHDC 3772 
INFO AMEMBASSY PRETORIA 

UNCLAS CAPE TOWN 0142 

E.O. 11652: N/A 

TAGS: TBIO, XA, XE, XF, XG, XM 

SUBJ: RECALL OF DESERET I TRA VENOUS CATHETER PRODUCTS 
REP: STATE 037128 

1. POST HAS CONFIRMED DESERET PHARMACEUTICAL NOTIFICATION TO 
FREDERICK C. MARCUS & CO., ITS SOUTH AFRICAN REPRESENTATIVE. 

2. MARCUS REQUESTS DESERET TELEX RELEVANT BATCH NUMBERS 
PROMPTLY TO EXPEDITE IDENTIPICATION OF SHIPMENTS INVOLVED. 
GAMON 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, MEDICAL CARE 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974CAPET00142 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CAPE TOWN 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974029/aaaaaimq.tel 

Line Count: 37 
Locator: TEXT ON-LINE 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 037128 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 APR 2002 by bryansd0>; APPROVED <03 DEC 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF DESERET I TRAVENOUS CATHETER PRODUCTS 
TAGS: TBIO, XA, XE, XF, XG, XM 
To: STATE 
Type: TE 
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